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Acton, Mass. 
ArROsOL CONTAINER: 

Exploded During Fire. 3:62 

Explosion of Cans in Wholesale Shop. 3:59 
Arr-ConDITIONING SysTEM: 

Smoke Spread by. 6:87 
AIRCRAFT FIRE: 

Crash, Milwaukee, Wis., July 27, 1974. 5:15 
Arrcrart HANGAR FIRE: 

Welder’s Torch, Anchorage, Alaska, Nov. 6, 1974. 5:18 
ALARM DELAYED: 

Detection System Not Connected to Fire Department. 1:53 

Employees Fought Fire. 2:10; 3:62 

Fire Out of Control When Discovered by Guard. 3:62 

Occupants Fought Fire. 1:21 
ALARM, Fire: 

Standard Signal, Proposed. 4:24 
Aupany, N.Y.: 

Senior Citizens’ Home Fire, March 18, 1975. 5:60 
Axsip, ILL: 

Warehouse Fire, Jan. 12, 1975. 4:44 
ALuMINUM TANK TRUCK Fire: 

Tank Truck Overturns, Gasoline Ignites. 5:47 
AMHERST, Mass.: 

Dwelling Fire, Feb. 2, 1975. 6:30 

Fraternity House Fire, Feb. 2, 1975. 4:46 
AMMUNITION PLANT FIRE: 

Radford, Va., May 31, 1974. 5:15 
AMUSEMENT PLACE FIRE: 

Douglas, Isle of Man, England, Aug. 2, 1973. 2:5 
ANCHORAGE, ALASKA: 

Aircraft Hangar Fire, Nov. 6, 1974. 5:18 
APARTMENT BUILDING FIRE: 

Chicago, IIl., Feb. 13, 1975. 5:38 

Great Falls, Mont., April 12, 1975. 6:21 

Liberty, N.Y., Jan. 24, 1974. 4:10 
APARTMENT FIRE: 

Clinton, Miss., Nov. 5, 1974. 2:69 

Davenport, Iowa, July 29, 1974. 1:51 

Fremont, Calif., Oct. 7, 1974. 2:65 

Lebanon, Ore., Oct. 5, 1974. 2:64 

Great Falls, Mont., April, 12, 1975. 4:45 

Prince William County, Va., Oct. 3, 1974. 2:48 

San Antonio, Tex., Jan. 18, 1975. 4:45 

Virginia Beach, Va., Jan. 22, 1975. 4:45 

West St. Paul, Minn., July 29, 1974. 1:51 
APPLIANCES: 

Dryer Fire Starts in. 6:47, 48 
ARCHITECTS AND BUILDERS, FOR: 

A Primer on Life Safety Code. 2:101 

Occupant Load in Restaurants. 3:83 

The Life Safety Code Revisited. 1:89 
ARLINGTON, Mass.: 

Church Fire, March 7, 1975. 4:43 
ARSON: 

Museum Fire Caused by. 5:47 

Restaurant, East Haven, Conn. 5:47 
AsBEstos MILL Fire: 

Thetford Mines, Que., Canada, Dec. 8, 1974. 4:43 
ASHLAND, Mass.: 

Dwelling Fire. 3:8 
Atuens, ALA. (near): 

Nuclear Power Plant Fire, March 22, 1975. 6:46 
Atuantic Ciry, N.J.: 

Marina Fire, Oct. 20, 1974. 5:18 
ATTIC: 

Undivided, Fire Spread in. 5:48 
Auausata, Ga.: 

Machine Shop Fire, Jan. 31, 1975. 5:49 
AUSTRALIA: 

Fire Losses, 1974. 6:43 
AUSTRIA: 

Fire Losses, 1974. 6:43 
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Baas, Frre-ReETaRDANT: 

Fire Stopping for Poke-Throughs. 4:7 
BAKERY Fire: 

Boston, Mass., April 17, 1975. 6:45 
Batavia, N.Y. (near): 

Physics Laboratory Fire, Dec. 26, 1973. 1:5 
BEAUMONT, TEX.: 

Petrochemical Plant Fire, Nov.:29, 1974. 5:18 
BELGIUM: 

Fire Losses, 1974. 6:43 


BELLINGHAM, WasH.: 

Smoking, Fire caused by, Dec. 31, 1974. 4:45 
BerkeE.ey Sprinos, W. Va.: 

Hotel Fire, Aug. 25, 1974. 4:10 
BImMonTHLyY Fire Recorp. 1:51; 2:63; 3:59; 4:43; 5:47; 6:45 
Biock or Stores Fire: 

Electrical Short, Grand Junction, Colo., April 9, 1974. 5:13 
Boat Fire: 

Gloucester, Mass., Feb. 3, 1974. 5:47 
Boston, Mass.: 

Bakery Fire, April 17, 1975. 6:45 
BorrLe-MANUFACTURING PLANT FIRE: 

Bridgeton, N.J., May 3, 1974. 5:14 
BrabD.ey, Iu. 

Dwelling Fire, Sept. 11, 1974. 2:63 
Brinceton, N.J.: 

Bottle-Manufacturing Plant Fire, May 3, 1974. 5:14 
BROOKHAVEN, Miss.: 

Nursing Home Fire, Aug. 16, 1974. 1:16 
BROOKHAVEN, N.Y.: 

Dwelling Fire. 3:7 
Brvusu: 

Clearance to Reduce Wildfire Loss. 1:69 
BrusH Fires: 

Planning Protection for. 1:69 
Buitpine CopgEs: 

Comments and Regulations. 2:91 

Relation to Life Safety Code. 2:101 
Burip1ne ContTENTSs: 

Survey Comments on. 2:91 
Buitp1ne INCENTIVE Funp, Revouvine. 2:15 
Burutpine INTERIOR, CONTENTS: 

Comments on. 2:91 
BUILDING-UNDER-CONSTRUCTION FIRE: 

Acton, Mass., Aug. 31, 1974. 1:54 

San Antonio, Tex., Jan. 18, 1975. 4:45 
BurRBAnkK, CALIF.: 

Motion Picture Studio Fire, Sept. 8, 1974. 5:18 
Business Orrice Fire: 

Portland, Ore., Oct. 21, 1974. 3:59 
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CABLE INSULATION: 
Combustible, Polyvinyl Chloride. 4:21 
Polyvinyl Chloride, Fire Spreads Along. 4:5 
CanoxiA, ILL.: 
Dwelling Fire, Feb. 16, 1975. 6:48 
CANADA: 
Fire Losses, 1974. 6:43 
CANDLES: 
Fire Started by. 2:64 
CANTILEVER CONSTRUCTION: 
Prevents Fire Spread. 5:10 
Carson Dioxipve Systems, PARTIALLY SATISFACTORY: 
Fire Extinguished, Then Started Again. 6:46 
CARBON MONOXIDE: 
A Cause of Fire Deaths. 3:13 
Carteret, N.J.: 
Shopping Center Fire, June 14, 1974. 5:15 
CeILinG SPACE: 
Fire Spread in. 5:48 
Ce1LinG TILE, COMBUSTIBLE: 
Fire Spread by. 3:59 
CHELSEA, Mass.: 
Conflagration, May 22, 1974. 5:14 
High-Rise Apartment Fire, Feb. 13, 1975. 5:38 
CHEMICAL PLANT FIRE: 
Flixborough, England, June 1, 1974. 6:58 
Cu1caao, ILL.: 
Office Building Fire, Aug. 16, 1974. 1:54 
CHILDREN AND FIRES: 
Losses, 1974. 5:43 
CHILDREN AND MATCHES: 
Fires Caused by. 3:60 
CHIMNEY Fire: 
Insufficient Clearance, Stoney Creek, Ont., Nov. 12, 1974. 3:62 
CHLORINE: 
Fire Fighters Affected by. 1:52 
Cuurcu Fire: 
Arlington, Mass., March 7, 1975. 4:43 
Losses, 1974. 5:44 
Paterson, N.J., April 5, 1975. 5:48 
Reading, Pa., Oct. 4, 1974. 3:59 
Salt Lake City, Utah, June 30, 1974. 2:63 
Torrington, Conn., April 24, 1975. 5:48 





CLEARFIELD, UTAH: 

Furniture Warehouse Fire, Feb. 11, 1975. 4:44 
Curnton, Miss.: 

Apartment Fire, Nov. 5, 1974. 2:69 
Crovupcrort, N. Mex. (near): 

Forest and Homes Fire, April 9, 1974. 5:13 
CLOTHING FIRE: 

Ignited by Barbecue, Tustin, Calif., Dec. 23, 1974. 3:62 
Coat Sito Fire: 

Rock Island, Ill., Jan. 7, 1975. 4:44 
Cope REGULATION AND ENFORCEMENT. 

Comments on. 2:91 
COMPARTMENTATION: 

Lack of to Contain Fire. 2:5 
CONDOMINIUM FIRE: 

New Smyrna Beach, Fla., Sept. 24, 1974. 
CONFLAGRATION: 

Chelsea, Mass., May 22, 1974. 5:14 
CORNWALL, OnT., CANADA: 

School Fire, June 15, 1974. 1:52 
Cosmetics, WHOLESALE, Fire: 

Los Angeles, Calif., Nov. 4, 1974. 3:59 
Corron WAREHOUSE Fire: 

Galveston, Tex., June 17, 1974. 5:15 
Cranston, R.I.: 

Fire at Rhode Island Boys’ Training School, Oct. 2, 1974. 3:16 
Cusa, N.Y.: 

Warehouse Fire, Oct. 21, 1974. 3:44 


D 
D.E.C.1.D.E.: 
Steps in Decision-Making for Hazardous Materials Emerg. 4:15 
DamPER, FIRE: 
Did Not Close. 1:22 
Dangerous Building Code. 2:14 
Davenport, Iowa: 
Apartment Fire, July 29, 1974. 1:51 
Dayton, Oxr0: 
Dwelling Fire, Dec. 4, 1974. 3:60 
Restaurant Fire, Jan. 8, 1975. 5:48 
Decatur, ILL.: 
LP-Gas Explosion, July 19, 1974. 5:15 
Decision TREE: 
Tool in Firesafety Systems Analysis. 5:27; 6:35 
Tool in Use of Firesafety Systems Analysis. 4:61 
DerecTION SysTEM, COMBINATION, SATISFACTORY PERFORMANCE. 1:39 
Detection System, Heat, SATISFACTORY PERFORMANCE. 1:16; 6:105 
Detection System, IonrzaTION-TYPE: 
Activation by Arc Welding. 2:54 
Cross-Zoning Concept. 2:55 
Priority Matrix Concept. 2:55 
Detection SysteM, SMOKE, SATISFACTORY PERFORMANCE. 6:105 
DETECTION SysTEM, SMOKE, UNSATISFACTORY PERFORMANCE. 3:7 
DETECTION SysTEMS: 
Early-Warning, Reappraising. 2:54 
Detector, SMOKE: 
Fire Detected by. 2:30 
DETECTORS: 
Response Time Study. 1:46 
Detectors, IONIZATION. 2:54 
Detectors, SMOKE: 
For Residential Occupancies. 1:96 
Taguchi Gas Sensor as Component of. 3:30 
Detectors, THERMAL. 2:54 
DiIscOTHEQUE FIRE: 
Port Chester, N.Y., June 30, 1974. 4:11 
Door, SELF-CLOSING: 
Key Factor in Containing Fire Spread. 5:61 
Prevents Fire Spread. 5:38 
Doors, Fire: 
Blocked Open. 2:50, 66; 6:5 
Effective 1:51 
Metal Expands from Heat, Door Jams. 6:87 
Self-Closing Features Removed. 2:48 
Doors, Room: 
Left Open During Hospital Fire. 3:23 
Doors, SMOKE: 
Some Leakage Through in Hospital Fire. 3:23 
Dove.as, IsLeE or Man, ENG.: 
Resort Fire, Aug. 2, 1973. 2:5 
Downers Grove, ILL.: 
Dwelling Fire, Nov. 5, 1974. 3:60 
Dry Cuemicat System, UNSATISFACTORY PERFORMANCE: 
Did Not Operate. 2:65 
DWELLING FIRE: 
Alarm Sounded, But... 3:5 
Battery Not in Smoke Detector. 3:7 
Bradley, Ill., Sept. 11, 1974. 2:63 
Cahokia, Ill., Feb. 16, 1975. 6:48 
Cumberland, Md., May 21, 1974. 2:65 
Dayton, Ohio, Dec. 4, 1974. 3:60 
Downers Grove, Ill., Nov. 5, 1974. 3:60 


El Cerrito, Calif., Aug. 4, 1975. 6:47 
Foxboro, Mass., March 5, 1975. 5:50 
Fraternity House, Amherst, Mass., Feb. 2, 1975. 6:30 
Honea Path, 8.C., Oct. 7, 1974. 2:65 
Jackson, N.J., Jan. 5, 1975. 4:46 
Johnston, R.I., July 26, 1975. 6:48 
Kankakee, Ill., March 2, 1975. 5:50 
Lebanon, Va., Dec. 4, 1974. 3:61 
Leon County, Fla., July 29, 1975. 6:47 
Lexington, Mass., 3:5 
Massillon, Ohio, Oct. 14, 1974. 2:64 
Mistake Saves Family. 3:8 
New Bern, N.C., Oct. 26, 1974. 2:64 
Orlando, Fla., Oct. 2, 1974. 2:30 
Portsmouth, Ohio, March 6, 1975. 6:46 
Revere, Mass., Jan. 28, 1975. 3:61 
Salem, N.H., Oct. 9, 1974. 1:52 
Starkville, Miss., Sept. 14, 1974. 1:52 
Suffolk, Va., Dec. 5, 1974. 3:60 
Teargas Grenade, Vancouver, B.C., Canada, Feb. 16, 1974. 1:51 
Vancouver, B.C., Canada, Feb. 16, 1974. 1:51 
Waterford, Conn., June 15, 1975. 6:48 
Waukegan, IIl., Jan. 5, 1975. 5:50 
York, Pa., Dec. 28, 1974. 3:60 

DwELLINGs: 
Smoke Detectors for. 1:96 
Sprinklers for. 1:33, 96 

DYNAMITE: 
Rubber Plant Fire Ignited by. 6:45 


E 
EaGue Pass, Tex.: 
LP-Gas Fire, April 30, 1975. 6:46 
East Haven, Conn.: 
Restaurant Fire, March 12, 1975. 5:48 
East LansinoG, MIcu.: 
School Fire, May 24, 1975. 5:47 
Economics: 
Measuring the Cost of Protection. 1:69 
Used to Plan Fire Protection. 1:69 
EpITorRIAL: 
Analyzing Systems Analysis. 6:3 
Awareness Pays Off in Fresno. 2:3 
Education and Engineering. 5:3 
Fireworks Control: The Long Wait. 4:3 
From Awareness to Action. 1:3 
How Many Must Die? 3:3 
EDUCATION: 
Training Pays Off. 5:48 
EDUCATIONAL OCCUPANCIES: 
Losses, 1974. 5:44 
EDUCATIONAL PROGRAMS: 
Lack of for Hospitals. 2:36 
Ex Cerrito, Cauir.: 
Dwelling Fire, Aug. 4, 1975. 6:47 
ELECTRICAL EQuIPMENT FIRE: 
Baseboard Heater. 1:46 
Coffee Maker Left Plugged in. 5:48 
Electrostatic Reproduction Machine. 1:82 
Iron. 1:51 
Television Set. 2:30, 82 
Toaster. 4:45 
ELecTRICAL Fires: 
Improper Hookup. 5:50 
Losses, 1974. 5:43 
EVACUATION: 
Successful, by Fire/Police Departments. 5:6 
Exits: 
Blocked. 2:9 
Blocked by Furniture, Locked. 3:16 
Improper Design in Means of Access. 2:9 
Locked. 2:9, 12 
EXPLOSION: 
Cyclohexane. 6:58 
Monomethylamine Nitrate. 1:53 
Natural Gas. 3:60 
Organic Peroxide. 1:62 
Exposure, Fire CAvUseED By: 
Losses, 1974. 5:43 
EXTINGUISHERS, CARBON D10xipr, UNSATISFACTORY PERFORMANCE. 
5:48 
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FaLse ALARMS: 
Taguchi Semiconductor Gas Sensor, A Problem in: 3:32 
FATALITIES: 
Causes, A Study of. 3:11 
Chemical Explosion. 1:53 
Federal Motor Vehicle Safety Standard. 2:22 
Helicopter Crash Fuel. 2:40 





Smoke Inhalation. 3:20, 45 
Study of 534. 1:33 
Time of Day. 3:12 
Trapped by Fire. 1:17 
FrepEeRAL AGENCIES INVOLVED IN FIRESAFETY: PART ONE: 
Civil Service Commission. 6:51 
Consumer Product Safety Commission. 6:52 
Defense Civil Preparedness Agency. 6:52 
Department of Agriculture. 6:51 
Department of Commerce. 6:52 
Department of Defense. 6:52 
Department of Health, Education and Welfare. 6:53 
Department of Housing and Urban Development. 6:53 
Environmental Protection Agency. 6:52 
Federal Communications Commission. 6:53 
Federal Trade Commission. 6:53 
Forest Service. 6:51 
General Services Administration. 6:53 
Federal Fire Prevention and Control Act: 
Brief Comment. 3:50 
Described. 1:27 
FIBERBOARD, COMBUSTIBLE: 
For Interior Walls. 2:9 
FiserBoarD, Low-Density Woop: 
Fires Involving. 2:69 
FIBERGLASS STORAGE PLANT FIRE: 
Mountaintop, Pa., Dec. 22, 1974. 5:100 
Fire ALARM SIGNAL: 
An Alternative Proposal for a Standard. 5:21 
Temporal or “Slow Whoop.”’ 6:25 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Connection to Standpipe Broke. 1:22 
Metal Fire Door Expands, Jams, from Heat. 6:87 
River Frozen. 3:62 
Smoke and Heat in Stairway. 1:22 
Fire DEPARTMENTS: 
Importance of Credibility. 2:97 
Fire Doors: 
Use as Working Doors. 4:29 
Fire Fiow: 
NFPA 13 Requirements. 2:93 
Public Protection Requirements. 2:93 
Sprinkler Requirements. 2:93 
Fire INcipent System: 
Pilot Implementation of Contributions to NFDS. 3:65 
Fire JOURNAL: 
Statement of Ownership. 1:87 
FirE MARSHALS ON Duty: 
Georgia's Experience with NFPA 101. 4:77 
High-Rise Task Force Concept. 1:91 
Public Relations Counsel. 2:97 
Right of Entry. 6:78 
Fire PLAN: 
Call to Fire Department Delayed When Not Followed. 3:23 
Fire PREVENTION EDUCATION: 
Getting Through to Children Using a Ventriloquist. 1:24 
Ventura, California's Program. 1:24 
FirE PROTECTION: 
National Archives Building. 1:65 
Fire PrRorection ALTERNATIVES: 
Evaluating. 1:69 
Fire PROTECTION ENGINEERING: 
Survey of Selected Topics in. 2:85 
Fire SERVICE: 
Finding a Better Way. 6:15 
Fire Service DEMAND CHARGE. 2:15 
Fire Tests: 
SBR Mattress. 3:24 
Sprinklers for Dwellings. 1:35 
Fire-INCIDENT REPORTING: 
Lack of in Hospitals. 2:37 
Frres AND Fire Losses CLassiriep, 1974. 5:43 
FIRESTONE, CALIF.: 
Vacant Building Fire, July 10, 1974. 1:52 
FIREWORKS: 
CPSC Hazard Analysis. 4:51, 54 
CPSC Proposed Regulations. 4:54 
CPSC Proposed Regulations, Judge’s Report on. 4:52 
History of Efforts to Control. 4:51 
Incident Survey, 1969. 4:53 
Incident Survey, 1975. 6:10 
NFPA 494L. 4:52 
Reducing Injuries. 6:103, 104 
FIREWORKS AND EXPLOSIONS: 
Losses, 1974. 5:43 
FLAMMABLE, COMBUSTIBLE Liqu1D FIRE: 
Fire Started with. 6:47 
Gasoline. 1:52; 2:64, 65; 4:44; 6:45 
Lacquer. 5:49 
Propane Gas Vapors Ignite. 5:49 
Used on Wood Fire. 3:61 
Waukegan, IIl., Jan. 5, 1975. 5:50 


FLAMMABLE Liquip FIREs: 
Losses, 1974. 5:43 
FLIXBOROUGH, ENGLAND: 
Chemical Plant Explosion, June 1, 1974. 6:58 
FiorENcE County, 8.C.: 
Heating-and-Cooking Equipment Fire, Dec. 20, 1974. 3:61 
Fiour Mitt Fire: 
Oil Container, Kenbridge, Va., Oct. 3, 1974. 2:66 
Foam RuBBER PLANT FIRE: 
Shelton, Conn., March 1, 1975. 6:45 
For Tue Fire Service: 
Setting Performance Standards. 3:75 
Forest AND Homes FIRE: 
Nr. Cloudcroft, N. Mex., April 9, 1974. 5:13 
Fort Wayne, INbD. 
Museum Fire, Feb. 17, 1975. 5:47 
Foxsoro, Mass.: 
Dwelling Fire, March 5, 1975. 5:50 
FRANCE: 
Fire Losses, 1974. 6:43 
FRATERNITY House Fire: 
Amherst, Mass., Feb. 2, 1975. 4:46 
FREMONT, CALIF.: 
Apartment Fire, Oct. 7, 1974. 2:65 
FrEsNo, CALir.: 
Editorial Awareness Pays Off. 2:3 
Improvement in Fire Protection. 2:14 
Fuew BarGes Fire: 
Staten Island, N.Y., Nov. 9, 1974. 2:63 
Fue. Loap Concept: 
Comments on. 2:91 
FURNITURE MANUFACTURING PLANT FIRE: 
Cutting Torch, Woodfin, N.C., Sept. 23, 1974. 5:18 


G 

GALVESTON, TEX. 

Cotton Warehouse Fire, June 17, 1974. 5:15 
GARAGE Fire: 

Mount Angel, Ore., Jan. 24, 1975. 4:44 

Perry Township, Ind., Oct. 22, 1974. 2:64 
GaraGE, Repair, Fire: 

Windham, N.H., Aug. 3, 1974. 1:53 
GARAGE, RESIDENTIAL, FIRE: 

Great Falls, Mont., Aug. 24 & 25, 1974. 1:51 
GARMENT-MANUFACTURING PLANT FIRE: 

Tamaqua, Pa., June 19, 1975. 6:45 
Garrett County, Mp.: 

Motor Vehicle Fire, Oct. 11, 1974. 3:59 
Gas Fires AND EXPLosions: 

Losses, 1974. 5:43 

Natural Gas. 3:59, 60; 6:48 
Gas SENsors: 

Taguchi, Used as Fire/Smoke Detector. 3:30 
GERMANY: 

Fire Losses, 1974. 6:43 
Guass, WIRED: 

Melted. 2:50 
GLovucEstTErR, Mass. 

Fire on Fishing Vessel, Feb. 3, 1974. 5:47 
GRanD JUNCTION, COLoO.: 

Block of Stores Fire, April 9, 1974. 5:13 
Great Fats, Mont.: 

Apartment Fire, April 12, 1975. 4:45 

Apartment House Fire, April 12, 1975. 6:21 

Garage Fire, Aug. 24 & 25, 1974. 1:51 
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Haton 1301 ExtTINGuIsHING SysTEM, SATISFACTORY PERFORMANCE. 
1:81 

HARDBOARD-MANUFACTURING PLANT FIRE: 

N. Little Rock, Ark., April 10, 1975. 5:49 
Hartrorp Ciry, INp.: 

Wood Products Manufacturing Plant Fire, Feb. 18, 1975. 6:45 
Hazarpous MATERIALS: 

Recommendations on Emergency Response. 4:13 
Heat DETECTOR: 

Disconnected, Not a Factor in Fire. 4:46 
Heat Derector, SATISFACTORY PERFORMANCE. 4:46 
Heat-DeEtTecTION SysTeMs, SATISFACTORY PERFORMANCE. 3:5 
HEATING-AND-COOKING EQUIPMENT: 

Losses, 1974. 5:43 

Restaurant Broiler Fire. 2:65 
HEATING-AND-COOKING EQUIPMENT FIRE: 

Charcoal Grill. 1:51 

Floor Heater. 6:46 

Kerosine Poured in Heater. 3:61 

Oil Burner Malfunctions. 3:59 

Oil Heater Explodes. 3:60 

Propane Ignites Clothing Drying on Heater. 3:60 

Room Heater Overheats. 3:62 





HELICcOPT2RS: 
Army, Fire Record. 2:40 
Crashworthy Fuel Systems, for. 2:40 
Hickory, N.C.: 
Lacquer-Manufacturing Plant Fire, Feb. 12, 1975. 5:49 
Hieu Pornt, N.C.: 
College Dormitory Fire, Jan. 22, 1975. 6:48 
Hicu-Rise BurmLpInG Fire: 
Apartment Building, Chelsea, Mass., Feb. 13, 1975. 5:38 
Apartment Building, Chicago, IIl., Feb. 13, 1975. 5:38 
Hotel, Peoria, Ill., Feb. 13, 1975. 5:5 
Poughkeepsie, N.Y., Jan. 21, 1975. 5:50 
Senior Citizens’ Home, Albany, N.Y., March 18, 1975. 5:60 
Hieu-Rist BurLpinas: 
Comments on. 2:92 
Fire. 1:20, 52 
Fire Safety Organization Survey. 2:75 
Fire Safety Systems. 2:75 
Life Safety Task Force. 1:91 
Honea Pats, 8.C.: 
Dwelling Fire, Oct. 7, 1974. 2:65 
Hospitau Fire: 
Osceola, Mo., Dec. 2, 1974. 3:20 
HospiTaL Fires: 
Survey of. 2:35 
Hore. Frre: 
Berkeley Springs, W. Va., Aug. 25, 1974. 2:64; 4:10 
Jefferson Parish, La., July 11, 1974. 2:65 
New York, N.Y., Aug. 11, 1974. 1:51 
Peoria, Ill., Feb. 13, 1975. 5:5 
Portland, Ore., July 7, 1975. 6:47 
Seattle, Wash., March 11, 1975. 6:4 
Seoul, Korea, Oct. 17, 1974. 1:52 
Smoking, Bellingham, Wash., Dec. 31, 1974. 4:45 
Virginia Beach, Va., Sept. 8, 1974. 1:20 
HovsinGc-ror-ELDERLY: 
Great Falls, Mont., April 12, 1975. 4:45 
Hupson, N.H.: 
High School Fire, Sept. 8, 1974. 5:18 
HYDROGEN CHLORIDE: 
Detected in Fire Victims. 3:98 
HybDROGEN CYANIDE: 
Detected in Fire Victims. 3:98 


INCENDIARY (Suspicious) Fires. 1:51, 52, 54; 2:10, 63, 100; 6:4, 48 
INCENDIARY (Suspicious) Fires: 

Losses, 1974. 5:14, 43 
INSTITUTIONAL OCCUPANCIES: 

Losses, 1974. 5:44 
INTERCOM SysTEM, EMERGENCY: 

Damaged by Fire. 1:54 
INTERIOR FINISH, FIBERBOARD: 

Fire Spread Over. 2:12 
INTERIOR FinisH, PLASTIC: 

Acrylic, Fire Spread on. 2:11 
INTERNATIONAL Fire Losses, 1974. 6:43 
INTOXICATION: 

Factor in Fatalities. 3:12 
ITALY: 

Fire Losses, 1974. 6:43 
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Jackson, N.J.: 

Dwelling Fire, Jan. 5, 1975. 4:46 
JAPAN: 

Fire Losses, 1974. 6:43 
JEFFERSON ParisH, La.: 

Hotel Fire, July 11, 1974. 2:65 
Jounston, R.IL.: 

Dwelling Fire, July 26, 1975. 6:48 
JorsTs: 

Fire Spreads Through. 2:83 
Joyce, La.: 

Plywood Plant Fire, April 21, 1974. 5:14 


K 
KANKAKEE, ILL.: 
Dwelling Fire, March 2, 1975. 5:50 
K ENBRIDGE, VAa.: 
Flour Mill Fire, Oct. 3, 1974. 2:66 


L 
LABORATORIES, TESTING: 
Association. 1:8 
Independent. 1:9 
LABORATORY FIRE: 
Physics, near Batavia, Dec. 26, 1972. 


LacquEeR-MANUFACTURING PLANT FIRE: 

Hickory, N.C., Feb. 12, 1975. 5:49 
LAMpPs: 

High-Intensity, Ignites Mattress. 6:48 
Larce-Loss Fires, U.S., 1974. 5:13 
LarGe-Loss-or-Lire Frres (10 or More Deaths): 

Berkeley Springs, W. Va. (Hotel) (72). 2:12 

Isle of Man, Douglas, Eng. (Resort) (50). 2:5 
LEBANON, ORE.: 

Apartment Fire, Oct. 5, 1974. 2:64 
LEBANON, VA. 

Dwelling Fire, Dec. 4, 1974. 3:61 
Leon County, Fua: 

Dwelling Fire, July 29, 1975. 6:47 
Lerrers. 1:96; 5:108; 6:100 
LexincTon, Mass.: 

Dwelling Fire. 3:5 
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